To:  Everett,  Barry[Everett. Barry@epa.gov];  Davis,  Tim[Davis.Tim@epa.gov];  Morin, 

Jeff[Morin. Jeff@epa.gov];  Nelson,  Patti[Nelson. Patti@epa.gov] 

Cc:  Fitch,  Bruce[Fitch. Bruce@epa.gov];  Nelson,  Thomas[Nelson.Thomas@epa.gov];  Shirey, 

John[Shirey.  John@epa.gov] 

From:  Maddox,  Sherry 

Sent:  Fri  8/14/2015  7:44:14  PM 

Subject:  RE:  Gold  King  Web  Support 


Me  too  © 


Thanks! 


Sherry  L,  Maddox 
US  EPA 
404-562-8031 


From:  Everett,  Barry 

Sent:  Friday,  August  14,  2015  12:37  PM 

To:  Davis,  Tim;  Morin,  Jeff;  Nelson,  Patti 

Cc:  Fitch,  Bruce;  Nelson,  Thomas;  Maddox,  Sherry;  Shirey,  John 

Subject:  Gold  King  Web  Support 


Please  let  me  know  if  the  EPA  Backup  Web  Team  can  help.  Most  of  us  are  24/7,  if 
needed. 


Barry  C.  Everett 
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